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[Abstract:] Receipt for copy of contract from Supt. May 23, 1887, for the construction... 


Mint of the United States at Philadelphia, Pa., 
Superintendent’s Office, 
June 4, 1887 


Received this day of Hon. Daniel M. Fox, Superintendent of the Philadelphia Mint, our 
copy of the approved quadruple contract with said Superintendent dated May 23, 1887, for the 
construction of one 50 H.P. Engine for the use of said Mint. 


I also acknowledge the return to me to-day of the certificate of Deposit No. 7015, for 
$300 from the First National Bank of Philadelphia, dated April 28th 1887, and endorsed to the 
order of the Secretary of the Treasury; which certificate of deposit had been furnished as a 
guarantee for the execution of the above contract. 


Kensington Engine Wks. Ltd. 
W.H. Francis 
Sec’y. 


Witness 
H.C. Hickok 


